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THE GAZETTE OF INDIA : EXTRAORDINARY 


[Part II— Sec. 3(ii)] 


MINISTRY OF CONSUMER AFFAIRS, FOOD AND PUBLICATION DISTRIBUTION 

(Department of Consumer Affairs) 

(BUREAU OF INDIAN STANDARDS) 

NOTIFICATION 
New Delhi, the 1st June, 2017 

S.O. 1800( E). —In pursuance of clause (b) of sub-rule (1) of Rule 7 of the Bureau of Indian Standards Rules, it 
is, hereby notified that the Indian Standard, particulars of which are given in the second column of the Schedule hereto 
annexed has been cancelled on the date against it in the third column and stands withdrawn . 


SCHEDULE 


SI. No. 

No. and Year of the Indian Standards Cancelled 

Date of Cancellation 

(1) 

(2) 

(3) 

1. 

IS 7661 : 1975 

4 - Aminobenzene 

20 March 2017 

2. 

IS 10830 : 1984/ISO 5903 : 1981 

Gymnastic Equipment-Landing Mats and Surface for Exercise - 
Determination of Hardness and Impact Damping 

20 March 2017 

3. 

IS 10831 : 1984/ISO 5905 : 1980 

Gymnastic Equipment - Landing Mats (2 000 mm x 1 250 mm x 

60 mm) 

20 March 2017 

4. 

IS 10832 : 1984/ISO 5906 : 1980 

Gymnastic Equipment - Surfaces for Floor Exercises - Mats 

20 March 2017 

5. 

IS 10833 : 1984/ISO 5907 : 1980 

Gymnastic Equipment - Surfaces for Floor Exercises - Boards 

20 March 2017 

6. 

IS 10888 : 1984/ISO 5904 : 1981 

Method for Determination of Resistance to Slipping of Gymnastic 
Mats and Surfaces for Floor Exercises 

20 March 2017 

7. 

IS 11488 : 1985 

Fuel Oil for Use in Marine Diesel Engines 

20 March 2017 

8. 

IS 13360 (Part 6/Sec 5) : 2001 

Plastics - Methods of Testing - Part 6 Thermal Properties - 
Section 5 Determination of Flammability of Plastic Materials for 
Parts and Devices in Appliances 

20 March 2017 


[Ref: PUB/GN-3] 
C. B. SINGH, Addl. Director General 
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NOTIFICATION 

New Delhi, the 1st June, 2017 

S.0.1801(E). —In pursuance of clause (b) of sub-rule (1) of Rule 7 of the Bureau of Indian Standards Rules, it 
is, hereby notified that the Indian Standard, particulars of which are given in the second column of the Schedule hereto 


annexed has been cancelled on the date against it in the third column and stands withdrawn . 

SCHEDULE 


SI. No. 

No. and Year of the Indian Standards Cancelled 

Date of Cancellation 

(1) 

(2) 

(3) 

1 . 

IS 8382 : 1977 

Specification for Pressure Regulators, Pre-set Used with Medical 
Gas Cylinders 

13 February 2017 

2. 

IS 13450 (Part 2/Sec 32): 2006/IEC 60601-2-32 : 1994 
Medical Electrical Equipment Part 2 Particular Requirements for 
the Safety Section 32 Associated Equipment of X - Ray 
Equipment 

13 February 2017 


[Ref: PUB/GN-3] 
C. B. SINGH, Addl. Director General 
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